INTERNATIONAL TURNAROUND TIME 



_1987 


1988 



No. of Samples 1 No. 
Received for 

of Days 

Completion 

No. of Samples 1 No 
Received. for 

. of Days 
Completion 

Jan 

168 

12 

386 

18 

Feb 

186 

10 

284 

18 

Mar 

188 

13 

235 

21 

Apr 

150 

12 

236 

19 

May 

188 

13 

207 

18 

Jun 

320 

19 

253 

15 

Jul 

196 

14 

239 

15 

Aug 

276 

12 

364 

16 

Sep 

227 

12 

205 

15 

Oct 

246 

10 

230 

14 

Nov 

170 

11 

210 

23 

Dec 

96 

12 

112 

20 

Average 


12.5 


18.0 


1 The number of samples received equals the total of monthly production samples 
whose data are issued under a C.I. test number. 
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Source: https://www.industrydocuments.ucsf.edu/docs/hfpk0001 



